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Message Text 

UNCLASSIFIED 

PAGE 01 ABU DH 01880 25I1I3Z 
ACTION NEA- 10 

INFO OCT-OI EUR-I2 EB-07 ISO-00 /030W 

086917 25III4Z/2I 

R25I0I7Z JUN 77 
FM AMEMBASSY ABU DHABI 
TO USDOC WASHDC 
SECSTATE WASHDC 6276 
AMEMBASSY ATHENS 

UNCLAS ABU DHABI 1880 

ATHENS FOR RTDO 

E.O. 11652: N/A 
TAGS: BTIO TC 

SUBJ: FOREIGN GOVT TENDER: RETENDER OE WATER RESERVIOR AND 
PUMPING STATIONS 

REP: (A) ABU DHABI 0068, (B) ABU DHABI 177 

1.520/01/T0034 
2. 06255 

3. R. COURTNEY 

4. 520 UNITED ARAB EMIRATES 

5. N 

6A. TENDER DOCUMENTS CAN BE OBTAINED UNTIL JULY 7, 1977 
FOR A NON-REFUND ABLE PEE OF 5000 DH ($1-3.90 DH) 

FROM: 

6B. N/A 

6C.PURCHASING SECTION 

WATER AND ELECTRICITY DEPT 

PO BOX 219 

ABU DHABI UAE 

TELEX: 2369 AH (MAKAHRABA) 

6C. NOTE THAT FIRMS WHICH PURCHSED DOCUMENTS FOR 
ORIGINAL PROJECT (REF B) CAN OBTAIN NEW DOCUMENTS 
UNCLASSIFIED 
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AT NO ADDITIONAL COST. 

7. WED/W/59/76 

8. 23 AUG 1977 9:00 AM 
9.201 

lOA 9917302/0000 AND 9917303/0000. INVITATION TO TENDER 
READ AS FOLLOWS QUOTE: 
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EMIRATE OF BU DHABI 

WATER AND ELECTRICITY DEPARTMENT 

PO BOX 2I9-ABU DHABI 

RETENDER NOTICE 

CONTRACT NO WED-5-DISTRIBUTION OE WATER IN AL AIN- 
CONSTUCTION OF WATER RESERVIORS AND PUMPS- 
TENDER NO WEDAV/59/76 

1 . WATER & ELECTRICITY DEPT ABU DHABI INVITES 

CONTRACTORS TO TENDER EOR CONSTRUCTION OE 8 WATER RESERVORS 
OE 22750 M3 CAPACITY, WITH PUMP STATIONS AND OTHER BUILDINGS 
AND ALSO THE DEPT INVITES TENDERS EOR SUPPLY AND INSTALLATION 
OP PUMP UNITS, CHLORINE INJECTION EQPT. -,D MIS ELECTRICAL 
EQPT RELEVANT TO THE ABOVE WORKS. 

2. TENDERING CONTRACTORS SHOULD BE COMPETENT AND 
EXPERIENCED IN SIMILAR WORK OP A VOLUME AND SIZE. TENDERERS 
SHOULD SUBMIT DATA ON THE REINPORCED CONCRETE RESERVOIRS 
WHICH THEY HAVE CARRIED OUT DURING THE LAST TEN YEARS. 

3. TENDER DOCUMENTS MAY BE ORDERED BY LETTER OR TELEX 
MESSAGE ADDRESSED TO WATER & ELECTRICITY DEPT PO BOX 219, 

ABU DHABI, UAE. TELEX NO WATELC AH 2369. OVERSEAS 
COMPANIES SHOULD METION THE NAME AND ADDRESS OP THEIR 
LOCAL AGENT WHO MAY PURCHASE THE TENDER DOCUMENTS ON 
THEIR BEHALF. 

4. TENDER DOCUMENTS MAY BE DRWAN FROM I6TH JUNE, 1977 
DURING OPFICE HOURS PROM THE PURCHASE SECTION OP WATER 
UNCLASSIFIED 
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& ELECTRICITY DEPT AGAINST A PAYMENT OF DH 5,000 
(FIVE THOUSAND) NON REFUNDABLE. 

5. THOSE WHO HAVE ALREADY PURCHASED THE TENDER DOCUMENTS 
SHALL NOT BE BOUND TO PAY THIS FEE AGAIN. TENDER 
DOCUMENTS SHOULD NOT BE SENT BY MAIL. TENDER DOCUMENTS 
MAY BE PURCHASED UP TO 7TH JULY 1977. 

7. QUOTATIONS SHOULD BE SUBMITTED IN SEALED ENVELOPES 
TO: 

HE CHAIRMAN OF GENERAL PROJECTS COMMITTEE, 

PO BOX 12, 

ABU DHABI UAE 

NOT LATER THAN 9AM ON 23RD AUGUST, 1977. 

UNDER SECRETARY WATER & ELECTRICITY DEPT 

lOB. THIS IS A RE-TENDER OF PROJECT REPORTED REF A&B 

1 1 . TO BE FINANCED BY ABU DHABI DEVELOPMENT BUDGET. 

DICKMAN 


UNCLASSIFIED 
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